GENUINE CURTEICH-CHICAGO “C.T. AMERICAN ART*’ POST CARD (REG. U.S. PAT. OFF.) 


POST CARD 


PLACE 

STAMP 

HERE 



Lubbock National Building, Lubbock, Texas 








